ie INTERNATIONAL JOURNAL OF 
Pediatric 
~ 0 
International Journal of Pediatric Otorhinolaryngology 
ELSEVIER 35 (1996) 303-304 


Volume contents 


Volume 35 (1996) 


Research reports 

A twenty year (1971—1990) review of tracheostomies in a major paediatric hospital 
M.J. Donnelly, P.D. Lacey, A.J. Maguire (Ireland) 

Selection of pediatric patients for use of the Passy-Muir valve for speech production 
S.A. Gereau, G.C. Navarro, B. Cluterio, E. Mullan, M. Bassila, R.J. Ruben (USA) 

Topical lidocaine for postoperative analgesia following myringotomy and tube placement 
C.D. Lawhorn, C.M. Bower, R.E. Brown, Jr., M.L. Schmitz, P.J. Kymer, P. Volpe, R. 
Shirey (USA) 

Early adenotonsillectomy for relief of acute upper airway obstruction due to acute tonsillitis 
in children 
T. Sdralis, R.G. Berkowitz (Australia) 

Role of cesarean section in prevention of recurrent respiratory papillomatosis—lIs there one? 
J.R. Kosko, C.S. Derkay (USA) 

Oral palatine ulcers of a traumatic nature in infants: Bednar’s aphthae 
C. Pedra, C.M. Terra, B. Ejzenberg, E.R. Baldacci, Y. Okay (Brazil) 

The nasal volume of children as measured by Manometric Rhinometry 
M.J. Porter, 1.G. Williamson, D.H. Kerridge, A.R. Maw (UK) 


Case reports 
Acoustic trauma caused by lightning 

I. Mora-Magaiia, M.A. Collado-Corona, R. Toral-Martinon, A. Cano (Mexico) 
Nager acrofacial dysostosis: Management of a difficult airway 

R.A. Friedman, E. Wood, S.M. Pransky, A.B. Seid, D.B. Kearns (USA) 


Book reviews 
List of Societies 
Calendar of forthcoming events 


Research reports 
Audiometric findings in children with chronic suppurative otitis media without cholesteatoma 
D.M. Kaplan, D.M. Fliss, M. Kraus, R. Dagan, A. Leiberman (Israel) 
Microbial flora of the subglottis in intubated pediatric patients 
O.E. Brown, S.C. Manning (USA) 
Fo-perturbation and Fo/loudness dynamics in voices of normal children, with and without 
education in singing 
P.H. Dejonckere, G.H. Wieneke, D. Bloemenkamp, J. Lebacq (The Netherlands, 
Belgium) 


11 


19 


25 


31 


39 


51 


59 
69 
73 


79 
83 


89 


97 


107 


( 


304 Volume contents 


Spontaneous immunoglobulin production by adenoidal and tonsillar lymphocytes in relation 
to age and otitis media with effusion 

Y. Harabuchi, M. Hamamoto, H. Kodama, A. Kataura (Japan) 
Otitis media: relationship to tonsillitis, sinusitis and atopic diseases 

K.J. Kverner, K. Tambs, J.R. Harris, 1.W.S. Mair, P. Magnus (Norway) 
Audiovestibular sequelae of congenital cytomegalovirus infection in 3 children presumably 
representing 3 symptomatically different types of delayed endolymphatic hydrops 

P.L.M. Huygen, R.J.C. Admiraal (The Netherlands) 
Database for sensorineural hearing loss 

A.J. Fishman, N. Sculerati (USA) 
Auditory nerve-brainstem response in cystic fibrosis patients 

T. Ozcelik, N. Ozgirgin, U. Ozcelik, A. Gocmen, B. Gurcan, N. Kiper (Turkey) . 
Treatment of aspiration or tracheostomy-associated pneumonia in neurologically impaired 
children: effect of antimicrobials effective against anaerobic bacteria 

I. Brook (USA) 


Book reviews 

In memoriam 

Corrigenda 

List of Societies 

Calendar of forthcoming events 


Research reports 
Innominate artery compression of the trachea in infants 
S. Mahboubi, M.P. Harty, A.M. Hubbard, J.S. Meyer (USA) 
Nasal foreign bodies in children 
M.C.F. Tong, S.Y. Ying, C.A. van Hasselt (Hong Kong) 
Parapharyngeal abscess in children: the role of CT for diagnosis and treatment 
J.-Y. Sichel, J.M. Gomori, D. Saah, J. Elidan (Israel) 
Sensorineural hearing loss in children with thalassemia major in Northern Greece 
G. Kontzoglou, A. Koussi, J. Tsatra, G. Noussios, V. Vital, G. Sagarakis, M. Athanassiou 
(Greece) 
Otitis media with effusion and S-carboxymethylcysteine and/or its lysine salt: a critical 
overview 
O. Pignataro, L.D. Pignataro, G. Gallus, G. Calori, C.I. Cordaro (Italy) 
Expression of antigens associated with the individual stages of the inflammatory response in 
child and adult as a possible distinctive method for recurrent and chronic tonsillitis 
M. Bussi, M.T. Carlevato, B. Panizzut, L. Majore, F. Giaretta, P. Omedé (Italy) 
Acquired laryngeal stenosis in infants and children treated by larnygofissure and stenting 
L.J. Hoeve, R.N.P. Berkovits, O. Eskici, C.D.A. Verwoerd (The Netherlands) 


Case reports 

Pediatric cervical esophageal perforation secondary to abusive blunt thoracic trauma 
M.A. Tavill, W.R. Trimmer, M.B. Austin (USA) 

Neonatal septoplasty: case report and review of the literature 
A.J. Emami, L. Brodsky, M. Pizzuto (USA) 


Book reviews 

Abstracts 

ESPO Newsletter 

List of Societies 

Calendar of forthcoming events 
Volume contents 

Author index 

Subject index 


117 


127 


143 


155 


165 


171 
179 
187 
189 


190 
193 


197 


207 


213 


223 


231 


243 


251 


263 


271 


277 
281 
293 
295 
299 
303 
305 
309 


= | 


